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OIA-77/78 
8 September 1978 


MEMORANDUM FOR: Chief, Security Branch, SS/NPIC 
SUBJECT > Lost or Unaccounted-for Fi; 


REFERENCE _t NPIC Manerardun: NPIC/D- 338/78, Dated 28 August 1978, 
caus As. Above’ 


A comprehensive sacar within the Office of Imagery Analysis has 


failed to turn up any of the film library's lost or unaccounted-for 
film. - 


Acting Executive Officer 
Office of Imagery Analysis 
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